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Work Order ID 59524 -inia = 


Monday, dune 07, 2010 7: 47: 02 AM 7 


Mem: bosais went TTA ers 


Revision ID; 

Item Name: Passenger Door Window (Fits LH & RH) Stop ANA A 

Start Date: 6/4/2010 Start Qty: 2.00 WA Cust Item ID: 

Required Date: 6/11/2010 Req'd Qty: 2.00 AMAA Customer: 

Reference: Return 2010 / RA110054 

Approvals: Process Plan: = sti‘ (ws Date: Cling: Selanne Date: a. oh) oe a rik CAAA 
ee s aaa Deae A SPCQWINE nn Dat i OE 

Sequence ID) Operation “SetUp/ = ToolID Tool# Plan Accept Reject Reject Insp. 

York E nier 1D Deseripsion son Hours eb OM a NUDE eo] 

[Draw Nbr © RevisionNber OS 


QCS5- Inspect part completeness to step on W/O 0.00 


LAR ATA ! 
QC Memo 0.00 S, ali: ul Re im 


Quality Control Orignal B51003 @ CHG001. 
Kits were complete & in good condition. 


Identify as per dwg & Stock Location: MUU 0.00 Le F- Ce 


nc hates we, ages 


Packaging Memo 0.00 
Packaging New labels, decals with the new batch # @ CHG001 & new paperwork required. 
120 QC21- Final Inspection - Work Order Release 0.00 he A fo . 
UN A fa fo [on $b 
Qc Memo 0.00 


Quality Control K Y- es 5 
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Work Order ID 59524 N res 


Monday, June 07, 2010 7:47:02 AM 


De Die Aceon ANDOU UTIN seee seare (IN 


Revision ID: 

hea sates Passenger Door Window (Fits LH & RH) zop MDI iil Il | | 

Start Date: 6/4/2010 Start Qty: 2.00 (I | ii Cust Item ID: 

Required Date: 6/11/2010___ Req'd Qty: 2.00 HA Iil Customer: 

Reference: CDA 10054 

Approvals: Process Plan: Date: Tooling: Date: __ _ —  — jg ae nt Il I Ii 
Qc Daepvevg SCOM = ates TANITA 

Sequence ID/ © Operation Set Up/ Tool ID Tool# Plan Accept Reject Reject Insp. 

Work Center ID Description Run Hours Code Qty Qty Number Stamp 


Revision Nbr 
Rev N/A 


NX 


100 QCS- Inspect part completeness to step on W/O ; RE 

MANDAN 

QC Memo 0.00 C, SA ul of B 
Quality Control Orignal B51003 @ CHG001. 


Kits were complete & in good condition. 


110 Identify as per dwg & Stock Location: 0.00 

MANONO NT MOEREN 
Packaging Memo 0.00 

Packaging New labels, decals with the new batch # @ CHG001 & new paperwork required. 


QC21- Final Inspection - Work Order Release 0.00 


NOLL 
QC 


Quality Control 


Memo 0.00 


